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NARA RG104, Entry 1, Box 153 


[Abstract:] Complains of James E. Sherry & Henry L. Darwood. 


Absent 

Darwood on leave 

Sherry 

Johnson — permission of Larub hurt in leg 
Jonas 


Jeo. A. Smith — permission of Hickok 


Ja. E. Sherry —I report as a man unfit to be retained. He is without exception the most 
disagreeable man in the place. I can truly say a demoralizer and impudent employee. 


Jes. J.P. 


[Noted on back:] 


Approved by D.K. Tuttle 
August 18, 1888 


